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The Aggregated number of “detections” during 2016 is No Data Available 
The Aggregated number of “hits” during 2016 is No Data Available 

The Aggregated number of “detections” during 2017 is No Data Available 
The Aggregated number of “hits” during 2017 is No Data Available 

The Aggregated number of “detections” during 2018 is 1,861,777 
The Aggregated number of “hits” during 2018 is 2545 


